CLASS[FICAJiQ^ a |pg|jj^^TROL - ILS. OFFICIALS ONI,! 

25X1 A Approved FBEKiR&sII^^ 

INFORMATION REPORT cdncl 

COUNTRY Bulgaria DATE DI$TR. 2 /rjQ .9;; 

SUBJECT The HIkovishte Hydroelectric Power MO. OF PAGES 1 

Station 

25X1 A 



One kilometer (southeast of the village of Mikovishte in the Nevrokop 
region is a hydroelectric plant which was begun in 1941 and completed 
in May 1949 » It derives its power from the waters of the Meata Elver* 

The machines for this plant came from Czechoslovakia and were installed 

by Czech laborers and engineers « At present only one of the two turbines 

is being used to light the town of Nevrokop and the villages of 

Mikovishte, Lovo Liasou (sic), Koprivlen Uic), Zhostovo, Sadovo, Biatska, Hvolna, 

Dupnitsa, Carmen (sic), Zagrad (sic), Ognenovo, Skreb, Balievo (sic), 

Gospoditsi (sic), and Borovo 
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